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LIMITED OFFICIAL USE 

PAGE 01 CANBER 03056 030637Z 
ACTION SY-05 


Message Text 


INFO OCT-01 EA-07 ISO-OO OC-06 CCO-OO FBO-02 /021 W 

030639Z 104864/21 

R 030556Z MAY 77 
FM AMEMBASSY CANBERRA 
TO SECSTATE WASHDC 321 


LIMITED OFFICIAL USE CANBERRA 03056 

DEPT FOR A/SY/OPS/T 

EO 11652: NA 
TAGS: ASEC 

SUB J : VAULT DOOR REPAIR PARTS. 

1 . DURING INSTALLATION IN NOB WELLINGTON OF MOSLER CLASS V 
VAULT DOOR, DOOR HANDLE ARBOR BROKE NEAR WELD. EXACT CAUSE 
OF BREAKAGE UNKNOWN. REQUEST SEND NEW ARBOR AND SPARE 
HANDLE ASSEMBLY TO TSO CANBERRA. 

PERCIVAL 


LIMITED OFFICIAL USE 
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